BODY ELECTRICAL - INTUITIVE PARKING ASSIST BE-103 


BM DETECTION AREA 


Approx. 50cm Approx. 50 cm 
(19.7 in.) (19.7 in.) 


Approx. 40 cm (15.8 in} | 


J Gere 40 cm (15.8 in.) 


Approx. 18 cm (7 in.) Approx. 18 cm (7 in.) 


O1YBES1Y 
Corner Area 


Approx. 180 cm (71 in.) 


Approx. 25 cm (9.8 in.) 
Approx. 120 cm (47.3 in.)* 


Approx. 60 cm (23.6 in.) 


Approx. 25 cm (9.8 in.) 


OLYBES2Y 


Rear Center Area 


*: A pole with a diameter of approximately 6 cm (2.4 in.) can be detected within this detection area. If there 
is a cylinder-shaped object with a diameter of approximately 40 cm (16 in.), the detection area expands 
to approximately 150 cm (59 in.). 


